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1-. lepair Works Nc,.l of t.he Gdansk United Electrical V'orks Is located- in 
: aczecin (StettJj*), on (J1 , 'o.iska i’olskiepo L?. The telephone number of 
the repair works is 51i~17 and 1)5-2 7, Repair .orks Ho. 1 employs about’ 

1)00 people, most of whom are specialists, and is engaged in both mili, 

tary and civilian work, bmoicyees are scattered around the Szcaecin saea 
on various assignments. Some were assigned t the Szczecin shipyard 
Lothinr is known of the military work done by the irorks. 

* u ‘ ^ 1951 and 195*^ two commercial ships of over 3,500 tons and an unspeci- 

fied number of smali. fishing Doats were under construction at the 7 .-" ? e ojn 
shipyard « -is of late 195? none were completed because of shortages of 
material and manpower,, 
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